With regard to the citations issued by Inspector Sloan
on August 16, 1983, Mr. Brown confirmed that the tests,
as described by Mr. Sloan were conducted by use of a short
scaling bar which Mr. Sloan had with him (Tr. 336} .

Mr. Brown identified the slippage switches cited at
the 5 panel section belt conveyor and the Blackburns mains
belt conveyor as Hawkeye switches, and the slippage switch
at the chestnut mains belt conveyor as a centrifugal switch.

With regard to the tests conducted by Inspector Sloan,
Mr. Brown stated that once the bar was inserted into the
slippage roller by Inspector Sloan to "stall" the roller,
it took "a few seconds" to stop the roller.  Once the roller
stopped, the belts started slowing down, and Mr. Brown stated
that he could hear the slippage switch contact points separate.
He indicated that the purpose in stopping the rollers by
means of the bar was to determine whether or not the contactor
points would separate or "drop out."  Since they did, it
was Mr. Brown's opinion that they performed the function
for which they were intended, and stopped the power to the
belt conveyor motor (Tr. 338).

Mr. Brown did not know how many centrifugal slippage
switches were installed on the mine belt conveyors on
August 11, 1983.  He stated that he has escorted MSHA
inspectors during their underground inspections for the past
seven years and that these inspectors have tested the slippage
switches on the belt conveyors in the same manner as those
tested by Inspector Sloan, and that the slippage switches
were always found to be in proper working order (Tr. 339-340).

Mr. Brown confirmed that he was given an abatement schedule
by the inspector, but that when he returned the next day, he
would not accept the wiring and an electrician immediately
began installing interlock devices on the switches in question
(Tr. 343).

On cross-examination, Mr. Brown conceded that he had
no particular electrical expertise.  He confirmed that a
citation was issued on August 11, 1983, because of an inoperative
water deluge system on the six panel section belt conveyor.
He also confirmed that a citation was also issued on August 12,
1983, because of an inoperative surface fire warning monitoring
system which had been knocked out by an electrical storm
(Tr. 352).

When asked to explain what he knew about the UMWA
complaint concerning an alleged belt fire on August 5, 1983,
Mr. Brown confirmed that the information he received indicated
that there was a malfunction on the belt drive and that the

belt rubbed in two and there was some smoke but no flame                                              \v

(Tr. 360) .

!. ffwhile "investigate" means "to follow up by patient inquiry
